Number of Data Alterations 


Tar and Nicotine Determinations 
Federal Trade Commission 


Laboratory Sheets 


N u mb er of Data Alterations 


Late of 
Report 

B rand 

Cigarettes 

Monitor 
Cigare Ltes 

Total 

8/72 

839 

70 

904 

2/22/73 

838 

54 

892 

8/73 

27 7 

2 

279 


EXHIBIT 4 


PM3001059966 


Source: https://www.industrydocuments.ucsf.edu/docs/zjkk0001 





